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ENERGY DEPARTMENT 


NOTIFICATION 


The 11th January 2013 


No. 393 — R . & R.- 100 /2012 — In exercise of the powers conferred by sub -section (2 ) of 
Section 135 of the Electricity Act, 2003 (36 of 2003) the State Government do hereby make the 
following amendments to the notification of the Government of Odisha , in the Energy Department 
No. 4977 , dated the 21stMay, 2004 , namely : 


AMENDMENT 


In the said notification , the words “Distribution Companies” appearing in the 1st Para . 
as well as under Column (2 ) of the Schedule thereof against Serial No. 2 , shall respectively 
be substituted by the words & brackets “ Distribution Licensee or Supplier (including Licensee s 
Franchisee )". 


By order of the Governor 


P. K. JENA 


Commissioner -cum -Secretary to Government 
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